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Start Point: Bantry is on the 
N7 1 , 82km west of Cork City. 
We begin at the western edge, 
entering the grounds of Bantry 
House via an archway between 
the cinema and the Maritime 
Hotel. 


Time: I hour over 3km. 


Difficulty: 


A loop through Bantry House 
then a road with panoramic 
views across Bantry Bay. Finally, 


the lovely parkland and gardens 
of The West Lodge Hotel. 

Map: OS Map 85 
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